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Message Text 



CONFIDENTIAL 

PAGE 01 MOSCOW 06368 011212 Z 
51 

ACTION SY-10 

INFO OCT-01 EUR-06 ADP-00 SSO-00 FBO-01 /018 W 

096411 

O 01 1205 Z MAY 73 

FM AMEMBASSY MOSCOW 

TO SECSTATE WASHDC IMMEDIATE 9260 

CONEIDENTIAL MOSCOW 6368 

E. O. 11652: GDS 
TAGS: ASECABLD 

SUBJECT: REPAIRS TO CHANCERY EACADE 
FOR A/ SY/ FO FROM RSO 
REF: STATE 104585 

THE EMBASSY, OE COURSE, WILL ATTEMPT TO DISSUADE THE 
SOVIETS FROM SEEKING DIRECT ACCESS TO THE CENTRAL WING 
ROOF FOR THE REFERENCE INSPECTION PROCEDURE, IE AT ALL 
POSSIBLE. HOWEVER, IF OUR DISSUASION ATTEMPT FAILS, WE 
ARE PREPARED TO ALLOW ONE SOVIET ENGINEER TO GO ONTO THE 
CENTRAL WING ROOF, VIA THE EACADE SCAFEOLDING, AND UNDER 
APPROPRIATE SEABEE SURVEILLANCE, EOR A ONETIME INSPECTION 
ONLY. UNDER NO CIRCUMSTANCE WILL WE ALLOW THE SOVIETS 
ACCESS TO THE CENTRAL WING ROOE THROUGH AN INTERNAL 
ACCESS ROUT. 
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